OUTDOOR  SHRINE  ALTAR 

Fcxral  point  of  the  mammoth,  20,000-capacity, 
open-air  amphitheatre  at  the  National  Shrine  of 
Our  Lady  of  the  Srvows  in  Belleville,  Illinois,  is 
this  gigantic  altar.  Thousands  have  prayed  to  Our 
Blessed  Mother  at  the  annual  novena  to  Our  Lady 
of  the  Sr>ows,  which  is  held  here  every  year  from 
July  28  to  August  5. 


